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Rounded Tar and Nicotine Results for TITL Market Sample #40 Phili P Morris USA 

CONFIDENTIAL 


Brand 

Tar 

Specification 

TITL MS 
#40 Tar 

ISO Rule Applied to Tar Specification 
+/- Img for delivery of 6mg or less 
+/-15% for delivery greater than 6mg 


Advertised 

Nicotine 

... -- - 

TITL MS 
#40 

Nicotine 

.o-i . 

ISO Rule Applied to Advertised Nicotine 
+/- 0.1 mg for delivery of 6mg or less 
+/-15% for delivery greater than 6rT9 

Bristol Lowest KFSP 

1 

1 

0-2 

0.0-0.2 __ 

Cambridge Lowest KFSP 

1 

1 

0-2 


0.2 

0.1 

0.1-0.3 

Merit Ultima KFHP 

1 

1 

0-2 


0.1 

0.1 

0.0-0.2 

Merit Ultima KFSP 

1 

1 

0-2 


0.2 

0.1 

0.1-0.3 

Bristol Lowest 100’s 100FSP 

2 

2 

1-3 


0.2 

0.2 

0.1 -0.3 

Cambridge Lowest 100’s 100FSP 

2 

2 

1-3 


0.2 

0.2 

0.1 -0.3 

Merit Ultima 100's 100FHP 

2 

2 

1-3 


0.2 

0.2 

0.1-0.3 

Merit Ultima 100's 100FSP 

2 

2 

1-3 


02 

0.1-0,3 

Merit Ultra Lts KFHP 

5 

5 

4-6 


i9EEBii 

0.3-O.5 

Merit Ulna Lta KFSP 

5 

5 

4-6 


SB 

0.4-0.6 

Merit Ultra Lts Men KFMSP 

5 

4 

4-6 

0.4 


0.3-O.5 

Basic Ultra Lts KFSP 


6 

5-7 

0.5 

0.5 

0.4-O.6 

Basic Ultra Lts 100's 10GPSP 


6 

5-7 

0.5 

0.5 

0.4-O.6 

B & H Deluxe Ultra Us 100's FHP 


8 

5-7 

0.5 

0.5 

0.4-0,6 

B & H Deluxe Ultra Lts 100's Men 1CUFMHP 

6 

e 

; 5-7 . : 

0.5 

0.5 

0.4-0.6 

Bristol Ultra Lts 100‘s 100FSP 

6 

5 

5-7 


0.5 

0.5 

0.4-0.6 

Cambridge Ultra Low Tar 100's 10CFSP 

6 

— 

5-7 



0.5 

0,3-0,5 

Marlboro Ultra Lts KFHP ■ 11 ’ ' 

e‘ 


' 5-7 * • i 

,.ii . ii- .. r 

lMIKi£X!!3l 

■•I-' 0.4- 


Marlboro Ultra Lts 10OFHP 

6 

1 

5-7,. ■ 


0.5 

0.5 


Merit Ultra Lts 100's 10OFHP 

e 


5-7 


0.5 

0.5 

04-0,6 

Merit Ultra Lts 100's 10OFSP 

6 

6 

5-7 


Q.5 

0,6 

0.4-0.6 

Merit Ultra Lts 100‘s Men 100FMSP 

8 

S 

5-7 


wmm ■ 

0.5 

0.4-0.6 

Virginia Slims Ultra Lts 100FHP 

6 

-5 

5-7 


BUS 

0.5 

0.4-0.6 

Virginia Slims Ultra Lts Men 10QFMHF 

6 

0. 

5-7 


0.5 

/ 0.5 

0.4-0.9 

Virginia Slims Superslims 10OFHP 

6 

6 

5-7 


0.5 

0.5 

O.4-O.0 

-,---—----—■ 

Virginia Siims Superslims Men 10CFMHP 

6 

5 

r 5-7 


0.5 

■ 0,5 

o.4-o.a 

Merit Filter KFHP 

8 

7 

e.8-9.2 


0.6 

0.5 

0.51-0.69 

Merit Filter KFSP 

8 

7 

6.S-9.2 


0.6 

0.6 

0.51-0.69 

Merit Men KFMSP 

3 

7 

G.8-9.2 


0.6 

0.8 

0.51-0.69 

Parliament Lts KFHP 

9 

9 

7.7-10.4 


0.7 

0.7 

0.60-0.81 

Parliament Lts KFSP 

9 

9 

7.7-10.4 

• 

0.7 

0.7 

0.60-0.81 

Virginia Slims Lts 100FHP 

9 

8 

7.7-10.4 


0.7 

0.7 

0.60-0.81 

Virginia Slims Lts Men 100FMHP 

9 

8 

7.7-10.4 




0.60-0.81 ■ 

Alpine Lts KFMHP 

10 

9 

8.5-11.5 



msm 

0.60-0.81 

Alpine Lts KFMSP 


9 

8.5-11.5 


0,7 

m » 

0,80-0.81 

Alpine Lts 100’s 1Q0FMSP 


9 

8.5-11.5 


0.7 

- ■ 0.8 r . 

0,60-0.81 

Marlboro Lts Men KFMHP 

mmmm 

S 

8.5-11.5 



0.B 

0.60-0.81 

Marlboro Lts Men KFMSP 


9 

8,5-11.5 



0.8 

- 

MarBooro Lts 100's Men 1QQFMHP 

10 

9 

8.5-11.5 



0.7 

0,60-0.81 

Marlboro Lts 100‘s Men 10DFMSP 


9 

8.5-11.5 


i■— 

0,8 

“ 

Merit 10Cs 100FSP 

10 

e 

8.5-11.5 



0.8 

0.60-0.81 

Merit 100’s Men 100FMSP 

10 

9 

8.5-11.5 



0.7 

0,68-0,92 
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Rounded Tar and Nicotine Results for TITL Market Sample #40 Philip Morris USA 

CONFIDENTIAL 


Brand 

Tar 

Specification 

TITL MS 

#40 Tar 

f 10 

ISO Rule Applied to Tar Specification 
*!- Img for delivery of 6mg or less 
j +/-15% for delivery greater than 6mg 

| 

i ... . 

Advertised 

Nicotine 

1 

1 TITL MS 
#40 

Nicotine 

ISO Rule Applied to Advertised Nicotine 
+/- O.lmg for delivery of 6mg or less 
! +/-15% for delivery greater than 6rna 

Basic Lts KFHP 

11 

9.4-12,7 

1 0.7 

1 0.7 

0.60-0.81 

Basic Lts KFSP 


! io 

9.4-12.7 1 

i 0.7 

0.7 

| 0.60-0.81 

Baste Lts Men KFMSP 

11 

10 

9.4-12.7 

1 0.7 

0.7 

0.60-0.81 

Basic Lts 100's 100FSP 

1 11 

10 

i 9.4-12,7 

0.8 


0.68-0.92 

Basic Lts 100's Men 100FMSP 

11 

10 

9,4-12.7 j 

0.8 


0.68-0.92 

Benson & Hedges Lts 100's 100FHP 

11 

1 10 

1 9.4-12.7 

0.8 


0.68-0.92 

Benson & Hedges Lts 100's Men FMHP 

11 

10 

9.4-12.7 

| 0.8 

0.8 

o.ee-o.92 

Benson & Hedges Lts 100's 10OFSP 

11 

jio 

1 9.4-12.7 ■ 

1 1 0-8 

0.8 

0.68-0.92 

Benson & Hedges Lts 100's Men FMSP 

11 

■a 



0.8 

0.8 

0.68-0.92 

B & H Muftrfiter KFSP 

! ii 

mm 



0.9 

0.8 

0.77-1.04 

Bristol Lts KFSP 

ii 

BS 

9.4-12.7 


0.8 

0.7 

0,68-0.92 

Bristol Lts Men KFMSP 

ii 

10 

9.4-12.7 


0.8 

0.7 

0,68-0.92 

Bristol Lts 100’s 100FSP 

ii 

11 

9.4-12.7 


0.8 

0.8 

0.68-0.92 


ii 


9.4-12.7 


0.8 

HEXDBf 

0.68-0.92 


ii 


9.4-12,7 

— 

BEEM 


Q.Q8-0.92 

Cambridge Lts KFSP 

ii 

io ; 

9.4-12.7 

mm 


0.7 

0.68-0.92 

Cambridge Lte Men KFMSP 

ii 

10 

9.4-12.7 


0.8 

0.7 

0.68-0.92 

Cambridge Lis ICO's 100FSP , 4 : 

_ 11: , 

10 ; ,| i 

...,9.4-12,7.. 


ij‘: j|i QllQfcl 

■F lii 0.7 . 

Kr ii # 0^08^1®^*^ / 

Cambridge Lts 100's Men 10QFMSP 

11 

10 

9.4-12.7 


0.8 

0.7 

0.68-0,92 

Dave's Lts KFHP 

• 11 

10 

' 9.4-12.7 


O.fr 

0.7 

0.68-0.92 115 ; 

Marlboro Lts KFHP 

11 

11 

9.4-12.7 


0.8 

KgS 

0.68-0.92 

Marlboro Lts KFSP 

11 

10 

S.4-12.7 


0.8 

BB 

0.68-0.92 

Marlboro Lts 100's 10OFHP 

11 

10 

0.4-12.7 


0.8 


0.68-0.92 

Marlboro Lts 100’s 1Q0FSP 

11 

:■ 10 

0.4-12.7 .... : 


o.a 

■ES^B 

0.68-0.92 

Marlboro Lts 25's KFSP 

11 , 4 

.-10 

9.4-12.7 


0.8 


0.68-0,92 

Parliament Lts Men KFMHP- 80mm 

11 

10 

9,4-12.7 


0.8 

Mill 

0.68-0.92 

Payers Lts 25's KFSP 

11 

10 

9.4-12,7 




0.68-0,92 

Players Lta 25's Men KFMSP 

11 

10 

9.4-12.7 



0.7 

0.65-0.92 

Players Lts 25's 100's 103FSP 

11 

10 

9,4-12.7 


0.8 


0.68-0.92 

Players Lts 25's 100's Men 100FMSP 

11 

10 

9,4-12.7 


0.8 

0.8 

0.68-0.92 

Marlboro Medium KFHP 

12 

11 

10.2-13.8 


HHEHEiH 

0.9 

0,68-0.92 

Marlboro Medium KFSP 

12 

11 

10.2-13.8 


0.9 

0.9 

0.77-1.04 

Parliament Lts 10Q’s 1QQFSP 

12 

12 

102-13.8 


0.9 

1.0 

0.77-1.04 

Players KFHP 

12 

11 

10.2-13.8 


0.9 

0.9 

0.77-1.04 

Players Men KFMHP 

12 

11 

10.2-13.8 


0.8 

0.8 

0.68-0.92 

Marlboro Medium 100% 1QOFHP 

13 

13 

11.1-15.0 


1.0 

1.0 

0.85-1.15 

Marlboro Medium 100‘s 100FSP 

13 

12 

11.1-15.0 


1.0 

0.9 

0.85-1.15 

Partiament Lts 100's Men 100FMHP 

13 

11 

11.1-15.0 


0.9 

0.9 

0.77-1.04 

Bucks Filter KFSP 

14 

14 

11.9-16.1 


1.0 

1.0 

0.85-1.15 

Players 100’s 100FHP 

14 

13 

11.6-16.1 


1.0 

1.0 

0.86-1.15 

Players 100's Men 1Q0FMHP 

14 

13 

11 .8-10.1 


1.0 

1.0 

0.85-1.15 

Alpine KFMHP 

15 

16 

12.8-17,3 


1.0 

1 -D 

0.85-1.15 
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Rounded Tar and Nicotine Results for TITL Market Sample #40 Philip Moms USA 

CONFIDENTIAL 



| 

1 

i 

ISO Rule Applied to Tar Specification 


1 

: TITL MS 

i 

ISO Rule Applied to Advertised Nicotine 


Tar 

! TITL MS 

+/- Img for delivery of 6mg or less 

Advertised 

#40 

+/-O.lmg for delivery of 6mg or less 

Brand 

Specification 

#40 Tar 

+/-15% for delivery greater than 6mg 


1 Nicotine 

Nicotine 

' +/-15% for delivery greater than 6mg 

Alpine KFMSP 

15 

15 

1 12.8-17.3 | 

! 1.0 

1.0 

0.85-1.15 

Alpine IOCS 100FMSP 

15 

16 

! 12.8-17.3 | 

1.1 

1.1 

0.94-1,27 

Basic KFHP 

15 

16 

12.8-17.3 

1.0 

1.0 

0.85-1.15 

Basic Men KFMHR 

15 

16 

12.8-17.3 

1.0 

1.0 

0.85-1.15 

Basic Fitters KFSP 

15 

16 

12.8-17.3 

1.0 

1.0 

0.85-1.15 

Basic Men KFMSP 

15 

15 

12.8-17.3 

1.0 

1.0 

0.85-1.15 

Basic Fitter 100's 10QFSP 

15 

15 

12.8-17.3 

1.1 

1.0 

0.94-127 

Basic 100’s Men 1C0FMSP 

15 


12.8-17.3 

1.1 

1.0 

0.94-1.27 

Benson & Hedges KFHP 

15 

16 

12.8-17.3 [ 

1.2 

1.1 

1,02-1.38 

Benson & Hedges 100's 100FHP 

15 

15 

12,8-17.3 

1.1 

1.1 

0.94-1.27 

Benson & Hedges 100's Men 100FMHP 

15 

15 

12.8-17.3 


1.1 

1.1 

0.94-1.27 

Benaon & Hedges 100‘s 100FSP 

15 

15 

12.8-17.3 


1.2 

1.1 

1.02-1.38 

Benson & Hedges ICG's Men 1G0FM5P 

15 

15 

12.8-17.3 


1.1 

1.1 

0.94-1.27 

Bristol Full Flavor KFSP 

15 

16 

12.8-17.3 


1.1 

1.0 

0.94-1.27 

Bristol Full Flavor 100's 10GFSP 

15 

15 

12.8-17.3 


■ 1.1 

1.0 

0.94-1.27 

Cambridge Full Flavor KFSP 

15 


12.8-17.3 


1.0 

1.0 

0.85-1,15 

Cambridge Full Flavor 100's 10OFGP 

15 


12.B-17.3 


1.1 

1.0 

0.94-1.27 

Dave's Flitter KFHP .,,r.y>i„ 

ZSSSlKEHlIS! 


n—.-' • .i12.8-1.7j3i. .i.t... • .Jlj.-.A- 





Marlboro KFHP 

• 15 


12.8-17.3 


1.1 

1.1 

0.94-1.27 

Marlboro Men KFMHP 

-; i 15 ' • 

; 16 • ■ 

' . ;* ;> 12.8-17.2 • • • ' 


masam 


•/' - 0.94-1.27 

Marlboro KFSP 

15 


12.8-17,3 


i.r’ 

i.T 

0.94-1.27 

Marlboro Men KFMSP 



12.8-17.3 


1,0 

i.i 

0.85-1.15 

Marlboro 100's (gold package) 10QFHP 

1 


12.8-17,3 ... 

m 



1.02-1.38 

Marlboro 100's (red package) 100FHP 


SSl 

12.8-17.3 




1.02-1.38 : 

Marlboro 100's (gold package) 1O0FSP 

15 

15 

12.8-17.3 


1.1 


0.94-1-27 

Marlboro 100's (red package) 100FSP 

15 

15 

12.8-17.3 


1.1 

1.2 

Q.94-1.27 

Marlboro 2SS KFSP 

15 

15 

12,8-17.3 


1.1 

1.1 

0.94-1.27 

Philip Morris Irtematfonal 10QFHP 

15 

14 

12.8-17.3 


1.1 

1.1 

0.94-1.27 

Saratoga 120's 120FHP 

15 

14 

12.8-17.3 


1.1 

1.1 

0.94-127 

Saratoga 120‘s Men 120FMHP 

15 

14 

12.8-17.3 


1.1 

1.1 

0.94-127 

Virginia Slims 100FSP 

15 

14 

12.8-17.3 


1.1 

1.1 

0.94-1.27 

Virginia SBms Men 10OFMSP 

15 

15 

12.8-17.3 


1.1 

1.1 

0.94-1.27 

Virginia Slims Lis 120's 120FHP 

15 


12.8-17.3 


1.1 

1 .1. 

0.94-1.27 

Virginia Slims Lts 120's Men 120FMHP 

15 

14 

12.8-17.3 


1.1 

1.1 

0.94-1.27 

Philip Morris International Men 1D0FMHP 

16 

14 

13.6-18.4 


1.1 

1.1 

0,94-127 

Commander RNFSP i > -IJ-. 

20 

22 

17.0-23.0 


1.4 


1.19-1.61 

Players Navy Cut RNFHP 

21 

23 

17,9-247 


1.6 


1.36-1.84 

English Ovals KNFHP 

23 

25 

19.6-26,5 


Z0 

2.0 

1.70-2.30 

Basic KNFSP 

24 

26 

20.4-27.6 


1.7 

1.7 

1.45-1.96 

Bristol KNFSP 

24 

27 

20.4-27,6 


1.7 

1.7 

1.45-1,96 

Commander KNFSP 

24 

27 

20.4-27.6 


1.7 

1.7 

1.45-1.96 
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